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l\inisian Sign Language 


Tunisian Sign Language is the sig n language used by deaf people 
in Tunisia. It derives from Italian Sign Language, mixed with 
indigenous sign . 

It is not clear how the language of the Burj as-Salh deaf village 
relates to indigenous sign and TSL.® 
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